AMENDMENT NO. 1 JUNE 2012 
TO 
IS 6874 : 2008 METHOD OF TESTS FOR BAMBOO 


(First Revision) 
(Foreword, last para) — Substitute the following for the existing: 


“In reporting the result of a test or analysis made in accordance with this 
standard, if the final value, observed or calculated expressing the result of a test 
or analysis is to be rounded off, it shall be done in accordance with IS 2 : 1960 


2°99 


‘Rules for rounding off numerical values (revised)’. 


(Page 2, clause 5.2.3) — Substitute the following for the existing formula 
for Basic mass per volume: 


mM, 


‘Mass per volume, in kg/m’? = —2 x1 000 
g 
where 
m, = Oven dry mass, in g; and 
V, = green volume, in cm’.’ 
(CED 9) 
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